124    DOCKETED ITEMS

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107100229 "NPDES Discharge Monitoring Rept for May 1991 for Hope Creek Generat-
ing Station." W/910618 Itr.

HAGAN.J. Public Service Electric & Gas Co. of New Jersey. 91/05/31. CAPORALE.G.
New Jersey, State of. 21pp. 58394:286-58394:306.

9107180302 Monthly operating rept for June 1991 for Hope Creek Unit 1. W/910712 Itr.
ZABIELSKI.V., HAGAN.JJ. Public Service Electric & Gas Co. of New Jersey. 91/06/
30. 12pp. 58511:233-58511:244.

9107310266 "NPDES Discharge Monitoring Rept for June 1990." W/910725 Itr.
HAGAN.J.   Public   Service   Electric   &   Gas   Co.   of   New   Jersey.   91/06/30.
CORPORALE.G. New Jersey, State of. 21pp. 58623:185-58623:205.

S. Reportable occurrences, LERs & related correspondence

9107120298 LER 91-013-00:on 910605,both trains of standby liquid control discovered
inoperable during performance of inservice testing.Caused by procedural
deficiency.Procedures modified.W/910605 Itr.

COWLES.R., HAGAN.JJ. Public Service Electric & Gas Co. of New Jersey. 91/06/05.
6pp. 58435:348-58435:354.

9107120116 LER 91-012-00:on 910604,condition requiring entry into tech spec 3.0.3
occurred.Caused by concurrent inoperability of high pressure coolant injection sys for
surveillance & "B" low pressure coolant injection sys for maint.W/910702 Itr,
COWLES.R., HAGAN.J.J, Public Service Electric & Gas Co. of New Jersey. 91/07/02.
5pp. 58435:323-58435:327.

9107190206 LER 90-014-01:on 900817,discovered Tech Spec limit for ultimate heat
sink established unconservatively high. Caused by design calculation error.Design
change request inttiated.W/910712 Itr.

COWLES.R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/07/12.
7pp. 58520:200-58520:206.

9107240203 LER 91-014-00:on 910619,various channel "B" ECCS actuations initiations
occurred due to design deficiency in ECCS relay cabinet.Design change in relay cabi-
net completed & tested satisfactorily.W/910717 Itr.

COWLES.R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/07/17.
5pp. 58569:152-58569:156.

9107260184 LER 91-015-00:on 910626.ESF actuation occurred due to trip of reactor
protection   sys   Channel   A   electrical   protection   assembly.Caused   by   spurious
trip.Functional test of electrical protection assembly conducted.W/910724 Itr.
COWLES.R., HAGAN.J.J. Public Service Electric & Gas Co. of New Jersey. 91/07/24.
5pp. 58650:048-58650:052.

DOCKET 50-358 WILLIAM H. ZIMMER NUCLEAR STATION, UNIT 1

H. General correspondence

9107080166 Informs that plans to complete facility as nuclear power plant cancelled &
facility now being or has been converted into coal or oil-fired electric generating facili-
ty which NRC does not license.in response to 910526 Itr to JH Glenn.
INGRAM.F.L Public Affairs. 91/06/20. TATALOVICH.B., HORNER.S., AIKEN.J. Affili-
ation Not Assigned. 1p. 58510:119-58510:121.

-9107080169 Forwards B Tatalovich correspondence re plant.
GLENN.J. Senate. 91/06/10. Congressional Affairs. 3pp. 58510:120-58510:121.

DOCKET 50-361 SAN ONOFRE NUCLEAR STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9107120017 Forwards insp repts 50-206/91-12,50-361/91-12 & 50-362/91-12 on
910506-10.One violation noted but not cited.

REESE.J.H. Region 5 (Post 820201). 91/06/26. RAY.H.B. Southern California Edison
Co. 4pp. 58381:084-58381:093.

-9107120031   Insp  repts  50-206/91-12,50-361/91-12  &  50-362/91-12  on   910506-
0605.Violation noted but not cited.Major areas inspected:emergency preparedness
program including protective action decision making & notifications.
QUALLS.P.M. Region 5 (Post 820201). 91/06/26. 6pp. 58381:088-58381:093.

9107080280 Forwards Safeguards Insp Repts 50-206/91-18,50-361/91-19 & 50-362/
91-18 on 910610-14,No violations or deviations noted. Repts withheld (ref
10CFR73.21).

REESE.J.H. Region 5 (Post 820201). 91/07/01. RAY.H.B. Southern California Edison
Co. 3pp. 58393:019-58393:021.

9107150324 Revised offsite emergency response plans.consisting of inserting instruc-
tions for Annex i,J & L into State of CA highway patrol section in Vol 3.
* Southern California Edison Co. 91/07/03. 6pp. 58458:216-58458:222.

9107290144 Extends invitation to attend scenario group team meetings for plant inges-
tion pathway exercise on 911120 & table top exercise on 911121.
POWERS.R.C. California. State of. 91/07/08. MCCLELLAND,VJ. Energy. Dept of.
2pp. 58591:134-58591:135.

9107220282 Forwards Rev 7A to security force training & qualification plan.Rev with-
held.

KRIEGER.R.W. Southern California Edison Co. .91/07/10. Document Control Branch
(Document Control Desk). 1 p. 58515:204-58515:204.

P. Operating license stage documents & correspondence

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27 Consolidat-
ed Edison Co. of New York. Inc. 50pp. 58436:001-58436:051.

9107030339 Forwards application for amend to Licenses NPF-10 & NPF-15, establish-
ing Tech Spec required surveillance for containment emergency sump isolation valves
& mini-flow for ECCS pumps & containment spray pumps.

RAY.H.B. Southern California Edison Co. 91/06/28. Document Control Branch (Docu-
ment Control Desk). 2pp. 58312:219-58312:253.

-9107030342 Application for amends to licenses NPF-10 & NPF-15 re surveillance re-
quirements to verify position of containment emergency sump isolation valves & emer-
gency core cooling pump & containment spray pump mini-flow valves.

*  Southern California Edison Co. 91/06/28. Document Control Branch (Document
Control Desk). 11 pp. 58312:221 -58312:231.

-9107030345 Proposed Tech Spec re reliability of ECCS & containment integrity

*  Southern California Edison Co. 91/06/28. 22pp. 58312:232-58312:253.

9107110167 Forwards replacement pages for rev 15 to 1ST program for facility
ROSENBLUM.R.M.  Southern California  Edison Co.  91/07/02.  Document Control
Branch (Document Control Desk). 9pp. 58410:279-58410:287.

9107250033 Forwards amend 96 to license NPF-10 & safety evaluation. Amend revises
surveillance requirement 4.8.1.1.2.d.1 in TS 3/4.8.1, "AC Sources."
KOKAJKO.LE. Project Directorate V. 91/07/12. RAY.H.B. Southern California Edison
Co. COTTON.G.D. San Diego Gas & Electric Co. 4pp. 58537:117-58537:130.

--9107250039    Amend    96    to    license    NPF-10,revising   surveillance   requirement
4.8.1.1.2.4.1 in TS 3/4.8.1, "AC Sources."
DYER.J.E. Project Directorate V. 91/07/12. 7pp. 58537:121-58537:127.

-9107250043 Safety evaluation supporting amend 96 to license NPF-10.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/12. 3pp
58537:128-58537:130.

9107230418 Advises that during investigation of simulated work order 90002S for feed-
water pump discharge pressure.determined that addl time needed to resolve
deficiency.Rescheduled completion for June 1992.

NANDY.F.R. Southern California Edison Co. 91/07/17. Document Control Branch
(Document Control Desk). 1p. 58540:342-58540:342.

9107240077 Forwards Amend 14 to SCE-1-A, "QA Program." Change updates organi-
zational structure,titles & responsibilities as result of senior mgt realignments.
ROSENBLUM.R.M. Southern California Edison Co. 91/07/19. Document Control
Branch (Document Control Desk). 3pp. 58552:091-58552:189.

-9107240080 Amend 14 to SCE-1-A, "QA Program."

KATZ,B., RAY.H.B. Southern California Edison Co. SCE-1-A A 14. 91/07/31. 78pp.
58552:094-58552:189.

9107300200 Submits supplemental info re Proposed Tech Spec Change NPF-10/15-
276,revising  18-month channel calibr surveillance test interval of TS 3/4.3.3.5,
"Remote Shutdown Instrumentation." Results of reevaluation listed.
ROSENBLUM.R.M. Southern  California Edison Co. 91/07/27.  Document Control
Branch (Document Control Desk). 3pp. 58605:294-58605:296.

Q. inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards," Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9107030135 Ack receipt of 910521 Itr informing NRC of steps taken to correct violations
noted in insp repts 50-361/91-01 & 50-362/91-01 on 910114-0322.Review of engi-
neering program.in relation to insp rept,in progress.

ZIMMERMAN.R.P. Region 5 (Post 820201). 91/06/14. RAY.H.B. Southern California
Edison Co. 4pp. 58265:222-58265:245.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & NoncomplianceV Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York. Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored,Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York. Inc. 86pp. 58297:207-58297:293.

9107120016 Forwards insp repts 50-206/91-14,50-361/91-14 & 50-362/91-14 on
910513-17.No violations or deviations noted.

SCARANO.R.A. Region 5 (Post 820201). 91/06/26. RAY.H.B. Southern California
Edison Co. 2pp. 58381:099-58381:112.

-9107120022 Insp repts 50-206/91-14,50-361/91-14 & 50-362/91-14 on 910513-17.No
violations or deviations noted. Major areas inspected:radiation protection program in-
cluding licensee actions on previous insp findings.

CHANEY.H.D.. YUHAS.G.P. Region 5 (Post 820201). 91/06/25. 12pp. 58381:101-
58381:112.

." Svc list encl.
